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MOST DELEGATES WOULD REMAIN AT WORK. (Rotating OE FSCtory ot pesca 


minority might ensure continuity. No one makes a profession 
out of ‘representing’ others.) 


Central Assembly would meet for two days each week (or for one 
week each month). 


Delegates report back regularly (say, once a month) to General 
6a Assemblies which elected them and which can immediately iMi/j FACTORY O 
recall them. INDUSTRIAL 


ENTERPRISE 


PROFESSIONAL 
(or petty trades) 
ASSOCIATION 


RURAL 
COMMUNE 
Central Assembly elects its own Council. (Alternatively, 

groups of members of the Central Assembly might, in 


f a Self-Managed Society 
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Factory General Assembly of 
Council Factory 


This poster is taken from the book Workers’ Councils and the Economics of a Self- 
Managed Society by Cornelius Castoriadis. The full book, covering Basic Principles 
of Socialist Society, Socialism and the Transformation of Work, Workers’ Management 
of the Factory, the Content of Workers’ Management at Factory Level, General prob- 
lems of Socialist Economy, the Management of the Economy and of Society and 
Problems of the Transition can be downloaded from the Zabalaza Books website 


www .zabalaza.net 
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